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REPORT OF "TAR" AND NICOTINE CONTENT OF 
THE SMOKE OF 121 VARIETIES OF CIGARETTES 
AUGUST, 1971 



The Federal Trade Commission's laboratory has determined the "tar" 
(dry particulate matter) and total alkaloid (reported as nicotine) content 
of 121 varieties of cigarettes. The laboratory utilised the Cambridge 
filter method with the following specifications as set forth in the 
Commission's announcement of July 31, 1967: 

1. Smoke cigarettes to a 23 mm. butt length, or to the 
length of the filter and overwrap plus 3 mm. if in 
excess of 23 mm., 

2. Base results on a test of 100 cigarettes per brand, 

. or type, 

3. Cigarettes to be tesLed will be selected on a 
random basis, a6 opposed to "weight selection", 

4. Determine particulate matter on a "dry" basis ‘ 
employing the gas chromatography method published 
by C. H. Sloan and B. J. Sublett in Tobacco 

Science 9, page 70, 1965, as modified by F. J. Schultz' 
and A. W. Spears' report published in Tobacco Vol. 162, 

No. 24, page 32, dated June 17, 1966, to determine 
the moisture content, 

5. Determine and report the "tar" content after subtracting 
moisture and alkaloids (as nicotine) from particulate 
matter. 

Concerning the 121 varieties tested, 23 were capable of being 
smoked to 23 mm. or to an average range of between 23 'and 24 mm. The 
butt lengths of the other 98 varieties tested range from 23 mm. to an 
average of between 37.7 and 39.8 mm. The butt lengths of 46 of the 
121 varieties tested exceeded 30 mm. 

The samples used were obtained by attempting to purchase two 
packages of each variety of cigarettes during December of 1970 and 
January of 1971 in each of 50 geographic locations throughout the 
country. All locations and in these instances, one or more additional 
packages of cigarettes were purchased in those geographic locations 
where the respective varieties were available. The samples utilized 
in the tests were representative of the 121 varieties of cigarettes 
as available throughout the country at the time of purchase. 
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In the Table listing the cigarette varieties in alphabetical 
order the "tar" content is reported to the nearest 1/10 milligram 
and the nicotine to the nearest 1/100 milligram, each with appro¬ 
priate statistical values. The average weight is reported in grama 
per cigarette and the butt length range to the nearest 1/10 milli¬ 
meter. In all other tables the average weight and butt length 
columns and the figures representing the standard deviation of the 
mean have been eliminated; the "tar" figures have been rounded off 
to whole numbers and nicotine figures to tenths of milligrams. Two 
tables respectively list varieties in increasing order of "tar" 
values and in increasing order* of nicotine values, the other two 
lists tabulate the current and four previous teats. Accordingly, 
"tar" and nicotine figures in these tables and lists represent 
rounded off averages without indication of their precision. 
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‘‘Xar” and Nicotine af One-hundred tv*nty-on* (121) Varieties of Doraeatlc Cigarette* 


Name 

Typ 


Average woLght* 

Butt length - * 

TPM dry 4 # 

Nicotine"* ^ 

Alpine 

F, H, S? 

85 irm 

1.0584 

19.1 - 30.1 lira 

18*4 ± 0*2 

1,15 ± 0.02 

Delair 

F, M, SP 

85 mra 

0*9085 

26.9 - 29.4 mn 

17*1 ± 0.6 

1.25 1 0.02 

Belafr 

J, H, SP 

100' cm 

1.1013 

3l,9 <“ 33.6 ran 

18,7 ± 0,3 

1,36 1 0.02 

Demon & Hedge* 

F, HUP 

79 era 

0.8821 

23 ns 

18.4 i 0.3 

1.30 ± 0.02 

Ben non C* Hedge* 

F, HWV 

85 urn 

1,0628 

26,6 - 27,6 ran 

19,9 i 0.3 

1,44 x 0*02 

Bcnaon & Hedges 

F, SP 

100 ns 

1.1905 

34.5 - 35.9 mm 

20.6 ±0.5 

1.39 ± 0.03 

Benoon & Hedge* 

F, M, SP 

100 TUB 

1,1895 

35.8 - 35.8 trip 

2u.& ± 0.4 

1.38 ± 0.03 

Bull Durham 

F, SP 

85 irm 

1*1902 

26.1 - 26.0 ran 

29,6 ± 0,5 

1.88 ± 0,03 

Camel 

NF, SP 

70 TTTO 

0*9081 

23 ran 

24.7 ± 0.6 

1.45 1 0.03 

Camel 

F, SP 

85 trm 

1.0200 

26.0 - 28.0 ran 

19.5 ± 0.3 

1.31 i 0.02 

Carlton^ 

F, SP 

70 trm 

0.8443 

.32,7 - 33.9 ran 

2.6 ± 0.2 

0.24 ± 0.01 

Carlton 

F, Sp 

85 ran 

1.0288 

32.1 - 39.7 roi 

3.8 ± 0.3 

0.37 X 0.04 

Cheatcrfield 

KF, SP 

70 cm 

0*9422 

23 ran 

24.9 ± 0.4 

1.46 ± 0*04 

Cheetcrfiold 

SF, SP 

85 nro 

1.1253 

23 mn 

29.2 ± 0.6 

1.74 ± 0.03 

Chesterfield 

F, SP 

65 iran 

1*0075 

26.0 - 27.6 ran 

IP.6 t 0.4 

1.22 t. 0.04 

Chesterfield 

F, M, SP 

B5 m 

1,0276 

25,6 - 27.7 ran 

16.5 £ 0.4 

1*11 £ 0.02 

Cheiterflaid 

F t SP 

101 ns 

1.2069 

26.L - 30.8 am 

19.1 t 0.3 

1,29 t 0.03 

Domino 

KF, SP 

65 ran 

1.2701 

23 ran 

27.3 £ o.e 

1*43 ± 0.00 

Domino 

f, sp 

85 mm 

1.1035 

23.4 - 27.2 ran 

21.4 ± 0.4 

1,29 ± 0.03 

Domino 

F, M, SP 

85 mm 

1.0661 

2?,4 - 24.8 ran 

19.6 J; 0.9 

1.3L ± 0.10 

Do ml 

F, SP 

85 m.u 

1.1325 

32.3 - 33.8 ran 

14.0 1 0.4 

0*94 a. 0.02 

floral 

F, M, CP 

85 nn 

1,1433 

32.2 - 33.8 ram 

14,2 x 0.6 

0.97 ± 0.04 

HuM&urier 

F, HWP 

65 mm 

1.0229 

26*3 - 28.6 ran 

17.8 i 0.7 

^.23 ± 0.05 

Edgeworth Export 

F, HP 

85 nm 

1*0567 

26.5 - 28.0 ran 

18.1 * 0.3 

1.20 £ 0.02 

Edgeworth Export 

F, SP 

100 Tan 

1.2489 

31.0 - 32.8 rat 

18.6 ± 0.6 

1.J4 £ 0.03 

Edgeworth Export 

r, m, sp 

100 mm 

1.2101 

32,1 - 32,4 run 

lb.2 ± 0.3 

1.32 1 O.iiSs 

Engl 1 ah Ovals 

NF f 1WP 

70 mm 

0.9764 

21 ran 

26.6 £ 0.7 

1.76 ± 0.04 

Engliah Ovals 

hf, hup 

85 ms 

1.2245 

23 ran 

30.4 L 0.8 

2.24 ± 0.00 

j fcve 

T t SP 

100 mm 

1.1234 

34.4 - 33.9 uni 

16.6 ± 0.6 

1.18 ± '0.04 

Eva 

F, M f SP 

100 JTO 

1.1315 

31,9 - 34.0 ran 

17.0 ± 0.4 

1.09 £ 0.02 

Fatima 

KF, SP 

85 no 

1.1549 

23 ran 

32.3 i 0.6 

1.88 x 0.08 

Frappe 

F, H t SP 

85 nm 

1.1127 

25*8 - 28.5 ran 

9.5 i 0.9 

0.33 £ 0.04 

Galaxy 

Fj SP 

85 mm 

1.1526 

2ti.l - 29.5 m. 

20.0 £ 0.3 

1*41 * 0*03 

Half 4 Half 

F, sp 

85 mm 

1.1529 

25.7 - 28.0 ran 

23.9 £ 0.6 

_1.68 + 0,04 

Herbert Teroyton 

Nr, sp 

85 mm 

1.1190 

23 ram 

29.1 £ 0.5 

1.80 £ 0*03 

Hone Hun 

NT, SP 

• 70 ran 

0.8998 

23 ran 

19.6 ± 0.6 

1.27 £ 0.04 

Kent 

F, SP 

70 ran 

0.6951 

26*4 - 28*4 urn 

10,1 ± 0*2 

0*57 £ 0*01 

Kent 

F, HP 

80 era 

0,9785 

Z6.0 - 28.0 cm 

16.6 ± 0.2 

0.97 £ 0.02 

Kent 

F, 5F 

85 am 

1.0394 

27.0 - 26.8 mm 

16*7 + 0*4 

0.96 ± 0,02 

Kent 

f, sr 

100 nr* 

1,2213 

32.4 - 34.1 ran 

19.2 ± 0.3 

1.16 x 0.02 

Kent 

F, K, SP 

100 rrm 

1.2041 

32.i - 33.7 ran 

18.7 X 0.6 

i. 14 ± 0.02 

King Sano 

’ F, SP 

85 ran 

1,1421 

27.1 - 28.7 ran 

5.7 ± 0.2 

0.25 x 0*01 

King Sano 

F, M, SP 

85 cm 

1,1458 

27.2 - 28.9 ran 

6.0 ± 0.2 

0.24 ± 0.01 

Kool 

NF, M, SP 

70 ns 

0.8948 

23 ran 

20.8 x 0.4 

1.34 ± 0.04 

Kool 

F, M, SP 

85 ran 

0.9686 

26.8 - 29.3 i» 

18.4 ± D.3 

1.40 ± 0.03 

Kool 

F, M, SP 

100 cm 

L.1239 

31.8 - 34.9 mm 

19.0 ± 0.3 

1.37 1 0.02 

L (« H 

F, 5P 

70 wo 

0.8891 

23.4 - 25.0 ran 

16.6 ± 0.3 

0.93 £ 0*03 

LUI 

F, HP 

80 trm 

0.9539 

26.2 - 27.4 mm 

16.9 i 0.5 

1.08 ± 0.04 

UH 

F, SP 

85 mm 

1.0051 

25.3 - 2 7,7 ran 

19,0 £ 0,4 

1.26 t 0,03 

UM 

7, SP 

100 trm 

1.2003 

27.3 - 31.5 ra? 

18.8 £ 0.5 

1,29 ± 0,03 

UH 

F, W, SP 

100 pro 

1,2244 

27.6 - 30,6 ran 

18.7 t 0.3 

1*19 ± 0.03 

■ Lark 

F, SP 

85 TTTO 

1.1581 

27.3 - 28.8 ran 

16,7 X 0.4 

1.03 £.0.02 

Lark ^ 

F, SP 

100 mm 

1.2806 

30.1 - 31.9 ran 

18*2 ± 0.4 

1.17 t 0.03 

Life 

F, SP 

tGo -semi 

1.1570 

37.C - 36.8 ran 

9.5 ± 0.3 

0.58 x 0.02 

Lucky Strike 

NT, SP 

70 ran 

0.9437 

23 vnm 

28.7 ± 0,4 

1.67 £ 0.02 

Lucky Filter* 

F, SP 

85 mm 

1.0196 

26.2 - 27.5 ran 

22.0 ± 0.5 

1.59 t 0,03 

Lucky Filters 

F, SP 

100 rrs 

1.1656 

31.9 - 34.0 ran 

21*8 ± 0.2 

1.61 ± 0.03 

Hspleton 

HP, SP 

70 ran 

0.9970 

23 ran 

24.9 ± 0.6 

0.98 £ 0.02 

Mapleton 

F, SP 

85 tom 

1.1305 

27.4 - 29.8 can 

22.7 ± 0*4 

1*07 £ 0.02 

Marlboro 

F, HP 

80 mi 

1.0095 

25.0 ~ 26»6 rora 

19,0 ± 0.5 

1,25 £ 0.03 

Marlboro 

* 

f, SP 

85 rtm 

1.0519 

27,0 - 28.1 cm 

19,7 £ 0.3 

1.32 ± 0,02 


1 F-filtcr; NF-non»f liter \ W-ocnthol; JlP-hard pack; SP-*pft puck; KWP-h»rd wide peck-; msa-ailllmeter; 

Pi3-plfl#tic box 

2 average veigbt reported in gran* 

3 range uacd for butt length because of variance of overwrap 

4 TPM dry (tar) - ailligraroa total particulate natur less nicotine and water 

5 mtillgrcuno total alkaloids reported a* fticotiftc 

6 limited availability baatd on reduced aatnpling froro WaahLngton, D.’C. only 

7 cigaretteu with and without ptrforctiona ajaukcd toother 

6 cigarette* marketed with filter* of diffatcftt ler*»fttha 
* toLfcTfcnce ehoum la two (2) atandard deviation of th* oeana 
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"TAr'* sftd Nicotine <>f Oha-Uundrad twonty-ona (I2l) VarUtla* o£ Doraaattc Clgaratta* 


Nana 

Trp» l 


Avarago voightT 


Butt length"* 

TPM dry 4 

Nicotina^ ^ 

Marlboro 

r; k, bp 

85 ran 

1,0657 


27.1 - 28.8 ran 

18.4 ± 0.4 

l.U 1 o.os 

Marlboro 

F, HP 

100 ms 

1.1570 


32,0 - 34*0 ran 

21.3 t 0.4 

1.46 ± 0,03 

Marlboro 

r, sp 

100 cm 

1.2015 


32.2 - 33.5 ran 

21.5 ± D.4 

1*51 ± 0.02 

WflIV*l* 

tif, sP 

85 era 

1.2038 


23 mm 

23.3 ± 0.6 

0.78 ± 0.02 

Harval*^ 

7, sp 

85 wri 

1.1005 


27*2 - 29,0 mm 

5.1 ± 0.3 

0.20 i 0.01 

Marvel* 

F, M, 6P 

S3 pm 

1.1075 


27*7 - 28.9 ran 

3.6 ± 0.2 

0.17 r 0.0L 

Maryland _ 

F, M 

100 mm 

1,1765 


32.0 - 33.9 ran 

L9.6 ± 0.3 

1.33 i 0*02 

Montclair 

r, M, £F 

85 iftfi 

1,0191 


26.3 - 27.9 ran 

17.3 i 0.9 

1-26 ± 0.05 

tMUtnitu 

r, r» 

05 ran 

1,71)2 


31,6 f 33,9 ran 

15.8 l. 0.3 

1,12 ± 0.02 

HuUifilUr 

K, M, I'll 

03 ran 

1,1988 


31*0 «* 34,6 ran 

17,4 t 0.5 

0.91 y. fJ.O) 

New l.isaf 

F, M, 6F 

05 ran 

1,0479 


27,5 *• 26.6 tan 

l&,5 A 0,3 

l.?» t 0.03 

Newport 

F, M, HP 

80 mu 

0.9946 


23.4 - 25.3 cm 

19.0 ± 0,3 

1.08 i 0,02 

Newport 

7, M, SP 

85 m 

1.0339 


25.8 - 28.5 ran 

20.1 ± 0.6 

1*U ± 0.03 

Newport 

Ft :i 

100 ran 

1.2066 


32.2 - 34.3 ran 

21.3 ± 0.4 

1,24 ± 0.03 

Oaai* 

F, M, SP 

85 ithH 

1.0177 


25.1 - 27.8 ran 

18.0 ± 0.3 

1.07 ± 0.02 

Old Cold Straight* 

NF, SP 

70 ran 

C,9067 


23 ran 

21.9 ± 0.4 

1.22 i 0.03 

Old Cold Straight* 

vi, sp 

85 cm 

1,1158 


23 nen 

28.0 ± 0.5 

1.54 * 0,03 

Old Gold Filter* 

T, SP 

85 ran 

1.0359 


26.1 — 27.9 mm 

20.3 ± 0.4 

1*24 i 0.02 

Old Cold Filter* 

F, SP 

100 nta 

1.2316 


32.3 * 33.7 cm 

23.8 ±0,7 

1*45 ± 0*04 

Pflll Mall 

NF, SP 

85 mm 

1.1445 


23 ran 

29.2 t 0.3 

1.82 - 0.03 

Fall Mall 

F, KWF 

95 mm 

1,1136 


31.9 - 34.2 Cfiri 

18.5 t 0.4 

1,33 ± 0-02 

Fell Mall 

Fi M, HWP 

95 era 

1.0872 


32,2 - 34.6 ran 

16.8 t. 0.6 

1.20 ± 0.03 

Fall Mali 

F, SP 

100 ran 

1,1532 


31.6 - 36.4 re. 

18.3 i 0.5 

1.33 i 0,03 

Poll Mall 

F, M, SP 

100 ion 

1.1656 


32.6 - 33*8 Bn 

16.4 ± 0.3 

1.37 + 0.02 

Parliament 

F, HP 

80 cm 

1.0293 


29.8 - 31.8 re 

15*6 ± 0.2 ■ 

1.03 ± 0.02 

Pari lament 

F, SP 

B5 nn 

1.0806 


3l, 8 - 37.0 ran 

16*1 i 0.3 

1.01 ± 0.02 

Perl lament 

rater StuyvesantT 

F, SP 

100 ran 

1.3638 


37.7 - 39.8 nvij 

19.3 ± 0.5 

1*32 £ 0.02 

F, SP 

85 ntn 

1.0727 


23.0 - 27.2 ran 

LB.8 ± 0.4 

1,37 a 0*03 

Peter Stuyveaant 

F, SP 

100 tnn 

1,2498 


31.7 ~ 32.3 to 

19.8 ± 0.3 

1.46 ± 0.04 

Philip Morrl. 

NF, SP 

70 mra 

0.9548 


23 mm 

24.1 ± 0.6 

1.51 ± 0.U4 

Philip Morrio Commandat 

NF, SP 

85 mm 

1.1527 


23 ran 

29*3 i 0,6 

1.84 i 0.02 

Picayune 

NF, SP 

70 rtn 

0.8952 


23 ran 

19.4 t 0.2 

1.31 =. 0.03 

Piedmont 

NF, SP 

70 ran 

0*9446 


23 ran 

23*8 ± 0.3 

1.32 ± 0*04 

Player* 

NF, HWF 

70 ran 

1.1069 


23 mm 

33.4 t 0.6 

7.44 i 0.05 

R&Lelgh 

* NF, SL» 

65 ran 

1.0889 


23 ran 

26,4 ± 0.6 

1.62 ± 0.04 

Raleigh 

F, SP 

65 cm 

1.0341 


27.0 - 28.6 ran 

17.3 t 0.4 

1*21 ± O.Ot 

Raleigh 

F, SP 

100 cm 

1.1541 


31.8 - 34.3 ran 

17.9 ± 0.4 

1.31 ± 0.03 

Salem 

F, K, SP 

85 ran 

1*0344 


26.0 - 27.7 ran 

19.0 ±. 0.4 

1.26 ± 0*07 

Salem 

F, M, Sp 

100 mm 

1.2371 


32.2 - 33.9 m* 

19.5 ± 0.4 

1*30 ± 0.02 

Sana 

NF, SP 

70 mm 

0.9983 


23 iron 

14.9 ±0,5 

0.48 * 0.02 

Sana 

F t SP 

70 ran 

0.9484 


56.2 - 27.8 re. 

3*S + 0.3 

0.16 ± 0.01 

Silva Thin* 

F, SP 

lG0 mm 

1.1332 


30.0 - 34.0 ran 

16.4 ± 0,6 

i.13 t 0.04 

Silva Thin* 

F, H, SP 

100 rm 

1*0499 


31.9 - 36.2 rae 

15.5 A 0.2 

1*06 i 0*02 

Spring 

F, M, SP 

100 ran 

1.2283 


32*0 - 34*0 taj 

21*7 i 0.S 

1.13 s 0,02 

Tareyton 

I, SP 

85 ran 

1.1.20 


26.0 - 27.9 im 

19*1 ± 0.4 

1.26 ± 0.02 

Tarcyton 

F, SP 

100 ran 

1,1523 


31*8 - 34.3 ert 

19*4 ± 0.4 

1.34 ± 0*03 

Tempo 

F, SP 

85 ran 

1.0759 


32.7 - 33.7 nn 

11.5 ± 0.4 

0*86 - 0.02 

True 

P, 5P 

85 ran 

1.0635 


31*6 - 34.3 cm 

12*0 i 0.4 

0.64 ± 0.02 

True 

P, M, SP 

&5 ran 

1.0559 


31.8 " 33*7 nxn 

12.6 ± 0.2 

0.66 ± 0.01 

Vantage 

F, SV 

85 ran 

1.2502 


32*4 — 33.8 mm 

11.8 t 0.4 

0.81 ± 0.02 

Viceroy 

r, sp 

85 ran 

1.0225 


25.7 - 29.6 ran 

17.4 + 0.3 

1,19 t 0.03 

Viceroy 

F, SP 

100 ran 

1.1748 


3U3 - 33.9 ran 

18.0 ± 0.3 

1.27 * 0.02 

Virginia Slim* 

F, SP 

100 ran 

1.0082 


33.9 - 35.8 rar 

17.2 ± 0*3 

1.14 i 0.01 

Virginia Slic* 

F, K, SP 

100 ran 

1.0133 


34.0 *■ 35.5 mm 

18*0 ± 0.3 

1.21 t 0.02 

Vogue (black) 

F, IMP 

65 mm 

1*1374 


23.0 - 24,0 rrm 

2b.b ± 1.2 

0.93 ± 0.05 

Vogu* (color*) 

F, IWP 

85 on 

1,0993 


23*0 - 23,9 cm 

18.3 ± 1.0 

0.66 ± 0.01 

Win*ton 

F, HP 

60 ran 

0,9621 


23.6 - 24.5 rat 

19.5 ± 0,2 

1,31 ± 0.02 

Win* ton 

F, SP 

85 pto 

In 0213 


26,0 - 27.8 me 

19.4 ± 0.4 

1*32 A 0.03 

Win a ton 

F, SP 

100 ran 

1.2249 


32.0 - 34.5 oc* 

20.0 ± 0.3 

1*34 ± 0.02 

Win*ton 

F, M, SP 

100 ran 

1.2638 


30.9 - 33.9 at 

20,6 ± 0.4 

1.45 ± 0.03 

1 F-f liter; NF-nOn~*f liter; M-dtnthol; HP-hard 

Pli-plaatiC box 

2 average weight reported in grasia 

3 range u#cd for butt length because of variant 

4 TPM dry (tar) - willtgrotoB totul particulate 

5 nllllgrosa total alkaloid* retried a« nicot 

6 limited availability bared on rtduced aompltr 

7 cigarette* with «vi without perforation* asnoi 
ft cigarette* markate-J with filter* of differen 
* tolaranca shown ia two {2) attftdard daviati© 

*ck; SP-*o£t pack; 

a of overwrap 

raattcjt lea* pica tin 

ne 

vg from Washington, 
usd together 
lengtha 
of tha ttcan* 

HWP^herd vld« pad 

« and water 

P. C, only 

i| nia-alll lJnotcr 



l. 



Source: https://www.industrydocuments.ucsf.edu/docs/ymkk0001 



f TaV and Hicotina Content of One-hundred twenty-one ClZl) VarietLea 

, •* i •»! t5omcaV.lt Ci.a*r-.fct«» j 

.‘i . (ahciva ifl increasing order of to* Value*) 


i r* 

l 

r 

Ur and 

Typ« 


T*r 

NiroLina 

,: 

Carlton* 

reg, alrci filter 


5 

0.2 

■ \ 

Sano 

fog. alee, filter 


4 

0.2 


Marvell 

king sire,* filter, menthol 


A 

0.2 

\ 

Carlton 

king site, filter 


A 

0.4 

\ 

Marvel* 

king size* filter 


5 

0.2 

1 

Kins Sano 

king size, filter 


6 

D.3 


King Sano 

king also, filter, menthol 


6 

0.2 

i 

Life 

king Bite, filter 


10 

0.4 


Trapps 

king elrc, filter, menthol 


10 

0.3 


Kent 

reg »ire, filter 


10 

0.6 


Tempo 

king iUc, filter 


12 

O.S 

■ ‘ ■ 

Vantage 

king atre* filter 


12 

0.8 


True 

king oiio, filter 


12 

o.e 


MultLfiUctf 

king sire, filter, menthol, (plftetlc box) j 

12 

0.9 

« 1 

True 

king place, filter, menthol 


13 

0-7 


Dor aL 

king alec, filter 


14 

0.9 

S 

Dora! 

king sire, filter, menthol 


14 

1-0 


Sa.no 

rcg« sire, non-filter 


15 

0-5 

: i 

Silva Thin* 

100 am, filter, menthol 


H 

1.1 


Parliament 

•king size, filter, Chard pack) 


H 

1.0 

' } 

Multlfliter 

king aize, filter, ■ (plaatic. box) 


16 

1-1 

i 

Parliament 

king aizo, filter 


16 

1.0 

i 

L & H 

rcg. alzc, filter 


■ 16 

1.0 

: i 

Silva Thitte 

100 mci, filter 


16 

1.1 

b i 

Kent 

king afzc, filter 


1? 

1.0 

- ’ 

Eve 

100 mm, filter 


17 

1.2 


Kent 

king size, filter 


17 

1.0 ’ 


lark 

king *ize> filter 


17 

1.0 


Pall Mall 

95 ran, filter, menthol, (hard pack) 


17 

1.2 

i 

UM 

king size, filter, (hard pack) 


u 

1.1 

- f 

Eve 

100 rmn, filter, menthol 


17 

■ l.l 

; 

Eclair 

king site, filter, menthol 


17 

1-3 


Virginia Slim* 

100 Twtj, filter 


17 

1.1 

- ! 

Viceroy 

king oiie* filter 


17 

1*2 


Raleigh 

king *fxe, filter 


17 

1,2 

i 

Montclair 

kina site, filter, menthol 


. 17 



DuKaurier 

king «itdi fUwet, Ckard p«ck) 


IB 

1-2 

’ 

Raleigh 

100 m, filter 




j 


king aijte*. filter, menthol 


18 

L.l 

: i 

Virginia Slims 

100 mu, filter, menthol 


18 

1.2 

} 

Viceroy 

100 ran, filter 


18 

t.3 

J 

Edgavorth Export 

king size, flLter, Chard pack) 


18 

1.2 

i 

i 

Edgeworth Export 

100 mm, filter, menthol 


18 

1.3 


Lark 

LOO bot, filter 


18 

1.2 

' 

Alpine 

king alte, filter, menthol 


18 

1.2 


Bcnoon 6 Hedge* 

reg- also, filter, (hard pack) 


18 

1.3 


Pell Hall 

100 inm, filter* menthol 


18 

1.4 



king aite, filter, menthol 


18 

1.4 


Marlboro 

king ai*e, filter, menthol 


18 

l.l 


Vogue Ccolora) 

king size, filter, (hard pack) 


18 

0.7 



king size, filter, menthol 


j 19 

1.3 


Chcaterfield 

king eize, if liter, menthol 


! 19 

l.l 


Pall Mall 

95 ran, filter, (hard pack) 


19 

1.3 


Chesterfield 

king size, filter 


19 

1.2 


Edgewrth Export 

100 ran, filter 


19 

1.3 


l 4 H 

100 r.co, filter, menthol 





Belair 

100 ran, filter, menthdl 


IS 

1-4 


Kent 

100 mm,,filter, menthol 


IS 

l.l 


Peter Stuyv«»*nt 

king aire, filter 


19 

1.4 


L & M 

100 ran, filter 




» 

Pall Mall 

100 ran, filter 


19 

1.3 


t 

1 TPK dry ft.*) - mLlU,r*ti>. 

total particulate matter Its* nicotln* and 

v*ter 




2 limited availability baaad 

on raducad sampling frot* Waahington, C, 

i 

only 




j 


PM3001059230 


Source: https://www.industrydocuments.ucsf.edu/docs/ymkk0001 




Tar'' add Nicotine Content of Ona-hundred tventy-ona (121) Yarletiaa 
of Domaatlc Cigar«tt*i 
Cahcun In intraiain* ©rd«r of tut vaiu««) 


Brand 

T«>» 

Tar 

Nicotine 

Salem 

king *i»*, ftltor, menthol 

19 

1,3 

Newport 

king aixe, i iLtar, menthol, (hard peck) 

19 

1.1 

Kool 

100 am, filter, nonthoi 

19 

1.4 

L 6 H 

king aizD, filter 

19 

1.3 

Marlboro 

king alee, filter, (hard peck) 

19 

1.3 

Ch«ater£i*lU 

101 sm, filter 

19 

1.3 

Tarcyton 

king *1**, filter 

19 

1.3 

Kent 

100 cm, filter 

19 

1.2 

Parliament 

100 tnn, flit at' 

19 

L.3 

Picayune 

tog* alto, non-filter 

19 

1.3 

Vtnoton 

king alee, filter 

19 

1.3 

Tarcyton 

100 Aim, filter 

19 

1.3 

Homo Run 

reg* »izc, non-filter 


1.3 

Winston 

king •itc* filter, (hard p»fk> 

20 

1.3 

Camel 

king plte, filter 1 

20 

1.3 

Salem 

100 mm, filter, menthol 

20 

1.3 

Maryland 

100 mm, filter, menthol 

20 

1.3 

Dcmlno 

king size, filter, menthol 

20 

1.3 

Marlboro 

king alxc, filter 

20 

1.3 

Peter Stuyveaant 

100 im, filter 

20 

1.5 

Benaon & Hods©a 

king alze, filter, (hard pick) 

20 

u * 

Uinaton 

100 urn, filler 

20 

1.3 

Galaxy 

king a Ire, filter 

20 

i.4 

Newport 

king size, filter, menthol 

20 

1.1 

Old Gold Filter* 

king lire, filter 

20 


Demon & Hedgoi 

100 urn, filter, menthol 


1.4 

Denson 4 Hedge* 

100 mm, filter 

21 

i.4 

Kool 

reg. airc, non-filter, menthol 

21 

1.3 

ytnaton 

100 mm, filter, menthol 

21 

1.5 

Newport 

100 mm, filter, menthol 

21 

1.2 

Marlboro 

100 mm, filter, (hard pack) 

21 

l.S 

Domino 

king alee, filter 

21 

1.3 

Marlboro 

100 r*n, filter 

22 

1.5 

Spring 

100 m, filter, r.enthol 

22 

1.1 

Lucky Filter* 

100 mm, filter 

22 

1.6 

Old Cold 

zeg. «lzc, ron-fliter 

22 

1.2 

Lucky Filter* 

king *Uc, filter 



Mapleton 

king ilze, filter 

23 

1.1 

Mnrvela 

king site, non-filter 



Picdsvont 

rag. aire, non-filter 

2* 

1.3 

Old Gold Filter* 

100 mm, - filter 

24 


Half i> Half 

king aizc, filter 

24 

1.7 

Philip Morri# 

teg. aizc, non-fliter 

24 

1.5 

Engliah Oval a 

reg. alze, non-filter,(hard pack) 

25 

1.8 ! 

Camel 

reg. size, non-filter 

25 

i»5 

Cheaterfield 

rag. aiie, non-filter 

25 

1.5 

Mapleton 

reg. size, non-filter 

25 

1.0 


king aiza, non-filter 

26 

1.6 

Vogue (black) 

king size, filter, (hard p*ck> 

27 

0.9 

DoraI no 

king ais«, n^n-fliter 



Old Cold Straight* 

king sire, non-filter r 



Lucky Strike 

rcg. aize, non-filter 

29 

1.7 

1.8 

1.8 

Herbert Tareyton 

king aizc, non-filter 


Pall Mall 

king aire, non-filter 


Cheaterfleld 

king aize, non-fliter 

29 


Philip Korria Commander 

king aizc, non-filter , 

29 

1.8 

- Bull Durham 

king size, filter 



English Oval* 

king alze, non-filter 




king alze, non-fliter 

32 


Playera reg. * iEe » non*-fitter 

l 4 TPM dry (tar) - *Uligram* total particulate matter lest nicotine and v*t*r 

33 
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Tar!' and Nicotine Content of One “hundred twenty-on* (l2l) Vari«ti*» 
Of Dwncstic Cigarette# \ 

(ohovn in increasing order of nicotine value*} 


■» 


Brand 

Tyva 

Tar 

Nicotine 



Sana 

rcg. cite, filter 

4 

0.2 



Marvela 

king alec, filtor 

4 

0,2 

-J 


Marvels 

king alts, filter 

5 

0.2 



Carlton^ 

rag, ale*, filter 

3 

0.2 



King S«l° 

king alia, filter, menthol 

6 

0,2 



King Ctno 

king ale*, filtor 

6 

0.3 



Frappe 

king tlti, filter, menthol 

10 

0.3 



Carlton 

king *tsci filter 

4 

0.4 



s*no 

reg, alee, non-filter 

15 

0.5 



Kent 

rcg, site, filter ^ 

10 

0.6 

. 


Ufe 

king alee, filter 

10 

0.6 

. 


True 

king size, fitter 

12 

0.6 



True 

king size, filter, menthol 

13 

0.7 



Vogue (color*) 

king size, filter,! (hard pack) 

18 

0,7 



Marvel# 

king size, non-filter 

23 

0.8 



Vantage 

king size, filter 

12 

0.8 



Tcit^jo 

king aizc, filter 

12 

0.9 

SET- ' 


Multi filter 

king aize, filter* menthol, (plastic box) 

12 

0,9 

- 

i 

Vogue (black) 

king size, filter, (hard pack) 

27’ 

0.9 

£-• 

I 

Coral 

king size, filter 

14 

0.9 


t 

Kent 

king aizo, filter 

17 

1.0 


; 

Kent 

king size, filter, (hard pack) 

17 

1.0 



Coral 

king aizc, filter, mcnthoL 

14 

1.0 



Mapleton. 

rcg. aizc, non-filter 

25 

1.0 


\ 

HH 

rcg. size, filter 

16 

1.0 



Parliament 

king size, filter 

16 

1.0 


4 

Parliament 

king size, filter, (hard pack) 

16 

1,0 


* 

berk 

king size, flLter 

17 

1.0 

- • 


Silva Thin* 

100 ran, filter, menthol 

16 

l.l 

■■ 


Oaaia 

king atre, filter, menthol 

18 

1.1 

t 


Mapleton 

king tize, filter 

23 

la 



Newport 

king size, filter, menthol, (hard pack) 

19 

1.1 



HH 

XIhb al*«i filter, (hard P»eX> 

17 

la 



Eve 

100 trrrt, filter,. menthol 

17 




Cheutcrfield 

king size, filter, menthol 

19 

la 

; 


. Newport 

king size, filter, menthol 

' 20 

l.i 


} 

Multifiltcr 

king size, filter, (plavtic box) 

16 

1.1 


' 

Herlboto 

king size, filter, menthol 

IB 

l.l 


* 

Spring 

100 m, filter, menthol 

22 

l.i 



Silva Thine 

100 tito, filter 

16 

. (+i 


» 


LOO rnn, filter, menthol 

19 

Ui 


j 

Virginia Slltna 

100 ran, filter 

17 

i.i 



Alpine 

king size, filter, menthol 

18 

1*2 



Kent 

100 ran, flLter 

19 



■ 

Eve 

100 ran, filter 

17 



* 


100 mm, flLter 

18 

1.2 



Viceroy 

king size, filter 

17 



i 


100 iren, f Li ter, tnentlioL 

19 



f 

Edgeworth Export 

king size, filter, (hard pack) 

18 

1.2 



Pall Mall 

95 im, filter, menthol, (hard pack) 

17 




Raleigh 

king else, filter 

17 

1.2 



Virginia Slim* 

Old Gold. Straights 

Chesterfield 

DuMaurier 

100 mm, filter, menthol 
reg. size, non-filter 
king size, filter 

Mrg ilie, filter, (herd pack) 

18 

22 

19 

18 

1.2 

1.2 

1.2 



Old Cold Filter* 

king size, filter 

20 

1.2 


.. 

Newport 

100 rm, filter, menthol 

21 


t 

king size, filter, menthol 

17 

1.3 


. 

Marlboro 

king size, filter, (hard pack) 

19 

1.3 

1.3 




king size, filter, menthol 

19 


i 

1 

i 

Tareyton 

1 TPH dry (tar) ~ milligram# 
1 liiaitod availability be»«l 

i 

king alz#, filter 

total partlculata ttatter ie*» nicotine and water 
on reduced sampling froa Washington, D« C, only 

19 

; 1.3 


i 
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and Nicotln- Contor.t oC Ona-lnmdrcd tv«nty-on* (121) Vafiat.ii*> 
of Domestic Cigarette* 

(shown itl Increasing ordar of nicotln* value#) 


Brand 

lypa 

T#Jf 

Nicotine 
(rre / r 1 e) 

UH 

king aUo, filtor 

19 

1*3 

Montclair 

Ring size, filter, menthol 

*17 

1.3 

Viceroy 

100 mm, filter 

18 

1.3 

Home Run 

reg. *ira, non-filter 

19 

1-3 

New Leaf 

king sire, filter, menthol 

19 

1,3 

UH 

100 mm, filter 

19 

1.3 

Chester field 

101 jwi, filter 

19 

1.3 

Domino 

king eiro, filter 

2l 

1.3 

Benoon b hedge* 

, rcg. olze, filter, (hard pack) 

16 

1.3 

Salem 

100 mm, filter, menthol 

20 

1.3 

W ini» ton 

king site, filter, (hard p*ck) 

20 

1.3 

Cam? I 

king size, filter 

20 

1.3 

Raleigh 

100 nra, filter 

18 

1.3 

Picayune 

rcg. aize, non-filter 

19 

1,3 

Dora i no 

kipg size, Filter, menthol 

20 

1-3 

Edgeworth Export 

100 ittoj filter, menthol 

18 

1.3 

Parilament 

100 mm, filter 

19 

1.3 

Marlboro 

king size, filter 

20 

1.3 

Winston 

king aize, filter 

19 

1.3 

Piedmont 

rcg. size, non-filter 

24 ' 

1.3 

Pall Mull 

55 ran, filter, (hard pack) 

19 

1.3 

Maryland 

100 am, filter, menthol • ! 

20 

i.i 

Pall Mall 

100 im, filter 

19 

1.3 

Wln«ton 

100 mm, filter 

20 

1.3 

Edgeworth Export 

100 mm, filter 

19 

1.3 

Tarcyton 

100 mm, filter 

19 

1,3 

K.ool 

rcg. size, non-filter, menthol 

2L 

1.3 

Pall Mall 

100 cm, filter, menthol 

16 

1.4 

Kool 

100 era, filter, menthol 

19 

1.4 

Peter Scuyve*ant 

king size, filter 

19 

1.4 

Belalr 

100 m, filter, menthol 

15 

1.4 

Ben#on £* Hedge* 

100 mm, filter, menthol 

21 

1.4 

Benoon t* Hedge# 

100 rm, filter 

21 

1.4 

Kool 

king size, nicer, ncnthol 

18 

1.4 

Galaxy 

king #ize, filter 

20 

1.4 

Domino 

king elze, non-filter 

27 

1.4 

Benson b Hedge# 

king sire, filter, (hard pack) 

20 

1.4 

Winston 

100 nr*', filter, menthol 

21 

1.5 

Camel 

reg. size, nan-filter 

25 

1-5 

Old Cold filter* 

100 mm, filter 

24 

1.5 

Marlboro 

100 mm, filter, (hard pack) 

21 

1.5 

Peter Stuyveiant 

100 ram, fliter 

20 

1.5 

Chesterfield 

rug, sizo, non-filter 

25 

1.5 

Marlboro 

100 urn, Filter 

22 

1.5 

Philip Morris 

reg. oi*t, non-filter 

24 

1*5 

Old Gold Straight* 

king alze, non-filter 

28 

1.5 

lucky Filter# 

king iixe* filter 

22 

L.fc 

Lucky Filter* 

100 mm, filter 

22 

1.6 

Raleigh 

king #i*e, non-filter 

2G 

l.n 

Lucky Strike 

reg. *Lec, non-filter 

29 

1.7 

Half b Half 

king size, filter 

24 

1.7 , 

Chesterfield 

king size, non-fitter 

29 

1.7- 

English Ovala 

rcg. size, non-filter, (hard pack) 

25 

1.8 

Herbert TareytOQ 

king size, non-filter. 

29 

1. b 

Pall Mall 

kins fllze, non-filter 

29 

1.8 

Philip Morri# Comandcr 

king size, non-filter 

29 

1.8 

. Bull Durham 

king site, filter 

30 

1.9 

Fatima 

king ilze, non-filter 

32 

1*9 

Ervgllih Oval# 

king *izc, non-filter, (hard pack) 

30 

2.2 

Player# 

reg, #Izc, non-filter, (hard pack) 

33 

2.4 

1 TPM dry (tar) - miligrem* 

total particular* matter less nicotine and water 
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Listing of "Tar” 1 Values for FI vt. (5) Testing farloda 


Brand 

Typ. ’ 

July, 1969 

Alpina 

king aize, filter, menthol 

20 

Bclair 

king aize, filter, menthol 

19 

Belair 

100 mm, fLiter, menthol 

« 

Berta on 6» Hedges 

reg. size, filter, (hard pack) 

20 

Benaon & Hodge* 

king aize, filter, (hard pack) 

20 

Benaon 6. Hodges 

100 mm, filter 

21 

Benacin & Hedges 

100 mm, filter, menthol 

. 22 

Bull Durham 

king sire, filter 

29 

Camel 

reft. size, non-filter 

25 

Camel 

king aize, filter 

21 

Carlton 

rcg. aize, filter 

* 

Carlton. 

king aize, filter 

4 

Century 

100 mm, filter 

22 

Chenterfleld 

rcg. eizc, non-fiLtcr 

25 

Chesterfield 

king eizc, non-filter 

30 


July, 1969 Nov., 1969 May, 1970 Oct., 1970 *us-ri9?l 


Chesterfield 

Chesterfield 

Chester!ield 

Domino 

Doraino 

Domino 

Corel 

Corel 

Duke of Durham 
DuHntur ter 
Edgeworth Export 
Edgeworth Export 
Edge-worth Export 
English Ovale 
English Oval* 

Eve 
Eve 
Katina 
F rappe 
Galaxy 

Caulotsca Caporal 
Gauloisea Plaque Bleu 
Half 6 Half 
Herbert Tarevton 
Holiday 
Holiday 
Home Run 
Kent 
Kent 
Kent 
Kent 
Kent 

King Sena 

King Sana 

Kaol 

Kool 

Kool 

L (> K 

LU 

UH 

LU 

L U H 

L*rk 

Lark 

Life 

Lucky Strike 

_Lucky Filter* 

Lucky Filter* 

Lucky Filter* 

Lucky Filter* 

Hapleton 

Hepletort 

Karlboro 

Marlboro 

Marlboro 

Marlboro 

Marlboro 


king ■i* , Sp filter 

king v lie, filter,monthol 

101 rcm, filter 

king aize, non-filter 

king elate, filter 

king sire, filter, menthol 

king eizc, filter 

king sire, filter, menthol 

king sire, filter 

king size, filter. Chard pack) 

king size, filter, (hard pack) 

100 mm, filter 

100 iM, filter, menthol 

reg. size, non-filter, (hard pack) 

king size, non-filter, (hard pack) 

100 urn, filter 

100 rm r filter, menthol 
king alze, non-filter 
king size, filter, menthol 
king size, filter 
reg* aize, non-filter 
reg. aize, filter 
king aize, filter 
kinc. aize. non-filter 
king aize, non-filter 
king sire, filter 
reg. aize, non-filter 
reg. aize, filter 
king (Us, filter, Ctiird pock) 
king sire, filter 
100 nrri, filter 
100 mm. Filter, menthol 
king size, filter 
king size, filter, menthol 
reg. sl*«» non-filter, menthol 
king sire, filter, menthol 
100 mm,. filter, menthol 
reg. aiza, filter 
king site, filter, (hard pack) 
king site, filter 

100 pm, filter 

100 mm, filter, menthol 

king aize, filter 

100 mm, filter 

king aize, filter 

leg* size, non-filter 

king aize, filter 

kinj size, filter, ivunthol 

100 imi, filter 

100 mm, filter, menthol 

teg. aize. non-filter 

king site, filter 

king size, filter, (hard pack) 

kins aize, filter 

king aize, filter, menthol 

100 cm, f U ter 

100 no, filter, (l>Md peck) 


* Denote! Verletu’e not eVellaVle durln* mertet ••aptbut 
1 Ti'M dry (ter) - .VlLljrtt! totel (jjrsUuW; t setter Uis nicotine 


r, 1970 

AMg.fl 

16 

18 

16 

17 

16 ! 

19 

19 

16 

20 

20 

20 

21 

21 , 

21 

26 

30 

24 

25 

20 

20 
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hletltvij, of VftVua* Cor Fiv* (5) To*ting Period* 


Irand 

Type 

July, 1969 1 

ov#, 1969 

Miy, 1970 

Oct,, .1970JA 

ug., L971 

Marvel* 

reg* «U«» non-filter 

lfJ 

20 

17 

17 

ft 

Marvel* 

teg, »it?i filter 

. 3 

4 

3 

3 

« 

lArvclfl 

king »l* 0 | non-filter 

24 

24 

23 

23 

23 

Marvel* 

king ai*c, filter 

6 

6' 

5 

5 

5 

Marvel* 

kina *ifQ| filter, menthol 

5 

4 

4 

4 

4 

MaryLand 

100 mm, filter* menthol 

* 

* 

a 

* 

20 

Montclair 

king size, filter, menthol 

9 

9 

U 

13 

17 

Multlfiltcr 

king aim, filter, (plaotlc box) 

* 

* 

16 

15 

16 

Multi filter 

king a ire, filtor, menthol» (plastic box) 

ft 

★ 

13 

12 

12 

Now l.caf 

king lire, filter, menthol 

* 

ft 

a 1 

Jr 

19 

Newport 

king oi*e, filter, menthol, (hard pack.) 

20 

19 

19 

19 

19 

Newport 

jkirig size, filter, menthol 

21 

20 

19 

19 

20 

Newport 

! 100 nwn, filter, menthol 

22 

21 

21 

21 

21 

Oat; I* 

king slxc, filter, menthol 

19 

19 

18 

Ltt 

16 

Old Gold Straight* 

yea* *i*c, non-filter 

23 

22 

21 

22 

n 

Old Gold Straight* 

Xing *i»«i non-filter 

23 

27 

27 

27 

28 

Old Cold Filter* 

king aire, filter 

21 

20 

20 

19 

20 

Old Cold Filters 

100 pm, filter 

* 

24 

24 

24 

24 

Pall Hall 

kina size, non-filter 

2B 

28 

28 

28 

29 

Pall Hall 

95 mm, filter, (hard pock) 

19 

19 

19 

19 

19 

Pall Hall 

95 nn, filter, menthol, (hard pock) 

18 

17 

1? 

17 

17 

Poll Hall 

100 mm, filter 

19 

19 

19 

20 

19 

Pall Mall 

100 aim, filter, menthol 

1? 

ie 

18 

18 

16 

Parliament 

king size, filter, (hard psek) 

16 

16 

16 

16 

16. 

Perl lament 

king *Uc, filter 

16 

, 16 

16 

16 

16 

Parliament 

10Q jpm, filter 

w 

* 

ft 

19 

19 

Peter Stuyvcaant 

king size, filter 

★ 

* 

ft 

24 

19 

Peter 5 toyvc*anfc 

100 mm, filter 

a 

+ 

a 

22 

23 

fhillp Mortis 

reg, size, non-filter 

25 

24 

23 

23 

24 

PhilIn Horrlfl Commander king aire, non-filter I 

30 

29 

2V 

29 

29 

Philip Horrl* 

king size, filter 

19 

19 

a 

* 

* 

Philip Morris 

king size, filter, menthol 

20 

15 

a 

a 

ft 

Picayune 

regs size, non-filter 

21 

20 

21 

19 

19 

Piedmont 

reg* size, non-ELltcC 

25 

24 

24 

24 

24 

Players 

reg. size, non-filter, (hard pack) 

32 

31' 

31 

30 

33 

Raleigh 

king site, nun-filter 

23 

25 

26 

24 

lb 

Rflleiah 

kin* else, filtci 

IV 

13 

17 

17 

1 7 

Raleigh 

100 am, filter 

* 

a 

18 

18 

1® 

Salem 

king size, filter, menthol 

20 

20 

20 

19 

19 

Salem 

100 men, filter, menthol 

21 

21 

21 

21 

20 

Sapo 

reg* size, non-filter 

14 

14 

15 

15 

15 

Sono 

reg* sire, filter 

4 

v.- 

4 

'* 

4 

Silva Thin* 

100 ran, filter 

15 

16 

16 

16 

16 

Silva Thin* 

100 ram, filter, menthol 

16 

16 

16 

16 

16 

Spring 

100 tnm, filter, menthol 

21 

21 

21 

21 

22 

Stratford 

king size, non-filter 

25 

. ?4 

23 

22 

t 

Stratfoxd 

king size, filter 

19 

* i:: 

19 

ft 

* 

Stratford 

king size, filter, menthol 

21 

19 

IS 

* 

ft 

Tarcyton 

king size, filter 

17 

16 

17 

17 

IV 

Tarcyton. 

100 rrm, filter 

10 

17 

18 

16 

19 

Tempo 

king *J*c, filter 

13 

U 

12 

12 

12 

True 

king blue, filter 

12 

n 

13 

12 

12 

True 

king size, filter, menthol 

12 

12 

12 

13 

13 

Tryon 

v king *izo, filter 

* 

12 

a 

* 

* 

Tyron 

king »i**» filter, menthol 

11 

U 

a 

*■ 

* 

Vantage 

king *ize, filter 

* 

il¬ 

* 

* 

12 

Ylceroy 

king size, filter 

19 

ls 

17 

17 

17 

■ Viceroy 

100 mm, filter 

20 

19 

2u 

19 

IS 

Virginia Slima 

100 cm, filter 

ia 

18 

18 

18 

17 

Virginia Slim* 

100 inn, filter, menthol 

18 * 

18 

18 

18 

18 

Vogue (black) 

king slitf, filter, (hard pack) 

13 

20 

22 

25 

27 

Vogue (color*) 

king size, filter, (hard pock) 

13 

13 

16 

18 

18 

Winston 

king size, filter, (hard pack) 

21 

2L 

20 

20 

20 

Winston 

king filter 

21 

21 

20 

20 

19 

Wlnoton 

100 mm, fitter 

21 

22 

21 

20 

20. 

Win*toft 

100 zzn, filter, menthol 

21 

21 

22 


21 

Yukon 

king size, filter, menthol 

20 

20 

* 

ft 

ft 


* P»r,ote* varieties not available during market sampling 

1 TFM dry (tar) - milligrams total partlculats Hitter less nicotine end vster 



Source: https://www.industrydocuments.ucsf.edu/docs/ymkk0001 












Luting of Nicotine Viluea for Five (5) lasting Period* 


Brand 

Typ« 

July, 1969 

Nov., 1969 

Huy, 1970 

Oct., 1970 

Alpine 

king cizfij filter* menthol 

1,3 

1.3 

1*1 

1.2 

Bclair 

king titc, filter, menthol 

1.5 

1.5 

1.4 

1.2 

Eclair 

100 mm, filter, menthol 

* 

* 

1,4 

1.3 

Benson 6 Hedges 

reg. size, filter, (hard pack) 

1.4 

1.4 

1.4 

1.4 

Ber.oon 4 Hedges 

king size, filter, (hard pack) 

1.5 

l.S 

1.4 

1.4 

Benson 4 Hedges 

100 mm, filter 

1.5 

1.4 

1.4 

1.4 

Bonoon 6 ll&dgas 

100 iwn, filter, menthol 

1.5 

1.4 

1.4 

1,4 

Bull Durham 

kins size, filter 

1.9 

1.8 

1.7 

1.6 

Camel 

reg. size, non-filter 

1.5 

1.6 

1*5 

U5 


king site, filter 

L.S 

1.4 

1*3 

1.3 

Carlton 

reg. size, filter 

* 

* 

0.2 

0.2 

Carlton 

king aize, filter 

0.3 

0.4 

0.3 

0.3 

Century 

100 tun, filter 

1.4 

1.3 



Cheater field 

reg» size, non-filter 

1.4 

1.3 


1.4 

Chc»tc r ffold 

king size, non-filter 

1.7 

1.6 

1.7 

1.7 

Chesterfield 

king size, filter 

1.5 

1.4 

1.4 

1.3 

Chesterfield 

king size, filter, menthol 

1.2 

1.1 

l.l 


Chesterfleld 

101 mm, filter 

1.3 

1.5 

1.5 

1.4 


kins size, non-fliter 

1.2 

1.1 

1.1 

1.2 

Domino 

king size, filter 

1.0 ' 

1.0 

1.0 

l.l 


king size, filter, Wcrtthot 

o.s 

0.9 

1*0 



king size, filter 

* 

W0 

0.9 


Dora! 

kins olio, flUor, oonthol 

ft 

1,0 • 

1.0 

1.0 

Duke of Durham 

.king size* filter 

0.4 

0,4 

0.3 

0.3 

DuMaurier 

king *Ue, filter, (hard pack) 

1.4 

1.4 

1.3 

1.3 

Edgeworth Export 

king sixe, filter, (hard pack) 

ft 

■ft 

★ 

1.2 

Edgeworth Export 

100 mm, filter 

* 

* 


1.4 


Edgeworth Export 
Euglieh Oval* 

English Oval* 

Eve 

Eve 

F at lira 
Frapp* 

Galaxy 

Caulolee* Caporat 

Cauleisee DUque Blau 

Half & Half 

Herbert Tareyton 

Holiday 

HM id*v 

Hone Kun 

Kent 

Kent 

Kent 

Kent 

Kent 

King SaAO 
King Suto 
Kool 
Kool 
Kool 
l ( K 
L &. M 
L & H 
L 6 M 
L & K 
Lark 
Lark 
Life 

Lucky Strike 

Lucky Filter* 

Lucky Filter* 

Lucky Filter*, 

Lucky Filter* 

Knplcton 

Mapleton 

Marlboro 

Marlboro 

Marlboro 

Marlboro 

Marlboro 

* I>*not** Varieties nOt 


100 nm, filter, menthol 

reg* size, non-filter, (hard pack) 

king site, non-filter, (herd pack) 

100 irm, filter 

100 mm, filter, menthol 

kins site, non-filter 
king alxe, filter, cicnthol 
kina size, filter 
reg, size, non-filter 
reg, size, filter 
king aize, filter 
king size, non-filter 
king size, non-filter 

kina *U*. filter 

reg. sizuj non-filter 

reg. size, filter 

king size, filter, (hard pack) 

king *ize, filter 

100 inm, filter 

100 itm, filter, menthol 

king size, filter 

kins size, filter, menthol 

reg. size, non-filter, menthol 

king size, filter, menthol 

100 zvn, filter, menthol 

reg. size, filter 

kin* size, filter, (hard pack) 

king size, filter 

LOO urn, filter 

LOO tim, filter, Kfinthol 

king QUe, filter 

100 roi, filter 

king size, filter 

reg. size, non-filter 

kip* size, filter 

kinft «i*s* filter, menthol 

100 Him, filter^ 

100 ran.., filter, menthol 
reg# *ize, non-filter 
king size, filter' 
king size, filter, (hard pack) 
king aize, fitter 
king site, filter, menthol 
100 tnro, filter 

100 to, filter, (hard pack) 


available (Hiring markat sampling 


ca 


2.1 

2.7 


1.9 

0.4 

1.5 
1*3 
1.2 

1.6 
1.7 
2.2 
1.6 
1.6 
0.6 
1.1 
1.1 
1.2 
* 

0.3 
0.3 
1.7 
1.6 
1.7 
1.0 
' i.l 
1.2 
1.2 

1.3 
1*1 
1-3 
0.7 
1.6 

1.4 

. 1.2 

1.4 

l.l 

0.9 

1.0 

1.4 

1.4 

1.4 

1.6 

1*6 


2.1 

2.5 


1.9 

0.4 

1.5 

1.2 

1.2 

1.5 

1.6 
t.9 
1.6 
1.5 
0.6 
1.1 
1.0 
1.2 
* 

0.2 

0.2 

1.5 

1.5 

1.5 
1.0 
1*1 
1.1 
1.1 
1.2 
1.1 
1.1 
0.7 

1.6 
1.4 
* 

1.4 

* 

1.1 

1.0 

L.3 

1.4 
1*4 . 

1.5 

1.5 


1.9 

2.2 

* 

* 

1.6 

0.4 

1.4 

1.1 

1.1 

1.6 

1.6 


L.5 

0.5 

1.0 

1.0 

1.2 

* 

0.2 

0.2 

1.3 

1.3 

1.5 
0.9 
1.0 
1.1 
m 
1.2 
1.0 
1.1 
0.6 

1.6 
1.3 
* 

tA 

* 

1.1 

1.0 

1.3 

1.3 

1.3 

1.5 

1*4 


1.6 

2.2 

ft 

a 

1.6 

0.3 

1.4 

1.0 

0.9 

1.6 

1.7 


1.3 

0.6 

1.0 

1.0 

M 

0.2 

0,2 

1.3 

1.4 

1.3 
0.9 
1.0 
1,1 
1.2 
1.2 
1.1 
1.1 
0.7 
1.6 
1*5 

1.4 
* 

1.0 

1.0 

1.2 

1.3 

1.3 
1.5 

1.4 


Aug.,1971 

1.2 

1.3 

1.4 

1.3 

1.4 
1.4 

1.4 
1.9 

1.5 
1.3 
0.2 
0.4 
* 

1.6 
1.7 
1.2 

1.1 

1.3 

1.4 
1*3 
1.3 
0.9 
i.O 

1.2 

1.2 

1.3 

1.3 
1.0 
2.2 
1.2 
1.1 
1.9 
0.3 

1.4 


X.7 

1.1 


1.3 

0.6 

i.O 

1.0 

1.2 

1.1 
0.3 
0.2 

1.3 

1.4 

1.4 

1.0 

1.1 
1*3 
1.3 

1.2 
1.0 
1.2 
0.6 
1.7 
1.6 
* 

1.6 

* 

1.0 

1.1 

1.3 

1.3 

U1 

1.5 

1.5 


PM300' 


Source: https://www.industrydocuments.ucsf.edu/docs/ymkk0001 








UnUna of NieoUn* Values for Klva <5) TocLlng Periods 


». ** 



Brand 

~yp» 

July, IW\ 

Nov,, 

May, 1970 

Oct,, I9?oi 

A«g,, 1971 

, 

Marvel* 

rcg. *lre, non-filter 

0,6 

m 6.7 

0 .& 

0.6 

fr 


, Marvel a .... . 

reg* ®ire» filter 

0.1 

6.1 . 

0,1 

0*1 

* 


Matvei* 

king sire, non-filter 

0,9 

0.9 

0.8 

0.6 

0.8 


Marvel* 

king dice, filter : 

0.2 

0.2 

0.2 

0.2 

0.2 


Marvel* 

king slro, filter, menthol 

0.2 

0.2 

0.2 

0.2 

0.2 


Maryland 

100 m, filter, menthol 

* 

*■ 

« 

* 

1.3 


Montclair 

king niza, filter, menthol 

0.7 

0.7 

0.6 

0.9 

1.3 


Kultifiltor 

king site, filter, (plastic box) 

fr 

fr 

1.0 

1.0 

l-l 

i 

Huluif tltar. 

king site, filtor,menUiol, (plaitic box) 

* 

* 

0.9 

O.s 

0*9 

! 

New Leaf 

king sirn, filtur, menthol 

* 

ik 

* 

fr 

U3 


liewport 

king sire, filter, menthol, (hard pack.) 

1,3 

1.2 

i.l 

i.l 

I.l 

\ 

Newport 

king alto, filter, menthol 

1.3 

1.2 

l.l 

I.l 

1,1 

: 

Kowpott 

100 iren, filter, menthol 

1.4 

1.3 

1.3 

1.3 

U2 

i 

0 &*ia 

king sire, filter, menthol 

1.2 

1.1 

1*0 

1.0 

L.I 


Old Gold Straight* 

reg. size, non-filter 

1.4 

1.3 

1.2 

1.3 

U 2 


Old Gold Straight* 

king si*?, non-filter 

l.fl 

1.6 

i.« 

1.6 

1,5 


Old Cold Filter* 

king size, filter 

1.3 

1.2 

1.2 

1*2 

U2 

5 

Old Gold Filter* 

•lOO mm, filter 

* 

1.5 

l.S 

1*5 

US 

1 

Pall Mall 

king sire, non-filter 

1.7 

l.ft 

1-8 

1.7 

l.d 


P all Mall 

95 run, filter, (hard puck) 

1.3 

1*2 

1*3 

1*3 

1.3 


Pall Mall 

95 nm, filter, menthol, (hard pack) 

1*2 

l.l 

I.L 

L .2 

1.2 

■ 

Pall Mall 

100 Bin, filter 

1.3 

1,3 

1.3 

1.6 

1.3 

J 

Tall Mall 

100 ran, filter, menthol 

UZ 

1.2 

1.3 

1.3 

1.4 


rarlieirtnl 

king size, filter, (hard pack) 

l.i 

1.0 

1.0 

1.0 

uo 


parliament 

king size, filter 

i.i 

1.1 

i.O 

1.0 

1.0 

I 

Parliament 

100 Tim, filter 

fr 

fr 

* 

1.3 

1.3 


Peter Stuyveaaftt 

king size, filter 

fr 

* 

ft 

US 

1.4 


Peter Stuyvecant 

100 mm, filter 

* 

fr 

* 

1.5 

US 

1 

Philip Morris 

rog* size, non-filter 

1.6 

1.6 

l.S 

1,5 

1.5 

1 

Philip Morris Conuiander 

king size, non-filtoi 

2.0 

1.9 

1.9 

l.S 

1,8 


Philip Morris 

king size, filter 

1.4 

1*4 

★ 

fr 

* 


Philip Morris 

king size, filter, menthol 

1.5 

i.L 

* 

* 

fr 

1 

Picayune 

reg. elze, non-filter 

1.8 

1.6 

1.5 

1.4 

1.3 

1 

Piedmont 

rtg* #ize, non-filter 

1.5 

1.4 

1.4 

1.4 

1.3 


Players 

res* ?i*c, non-fi.lte r > (hard pack) 

2.1 

2.1 

Z.l 

2.0 

2.4 

i 

R&leigh 

king size, non-filter 

2.1 

1.7 

1*6 

1.5 

1*6 

; 

Raleigh 

kins olzc, filter 

1.5 

1.3 

l.Z 

1.2 

1*2 


Raleigh 

lOQ m, filter 

* 

fr 

1.2 * 

1.2 

1.3 


SAlaa 

king size, filter, menthol 

1.4 

1.4 

1.4 

1.3 

1*3 

* 

Salem 

100 inn, filter, menthol 

1.5 

1.5 

1-5 

1.5 

1-3 


Sano 

rcg. size, non-filter 

0.5 

0.5 

0-5 

0-5 

0*5 

. 

Sano 

reg, size, filter 

0.2 

* 

0*1 

ft 

0-2 

t 

Silva Thin# 

100 mm, filter 

0.9 

0.9 

1-0 

. 1*0 

UL 

j 

Silva Thina 

100 inn, filter, menthol 

0.9 

1.0 

. 1.0 

1.0 

I.l 

■ f 

Spring 

100 mm, filter,menthol 

3.2 

1.2 

1.2 

1,2 

1,1 

i 

Stratford 

king size, non-filter - 

1.0 

3.0 

0.9 

0*8 

* 

j 

Stratford 

king size, filter 

0.7 

0.7 

0.7 

* 

* 


Stratford 

king size, filter, menthol 

0,8 

0.8 

O.d 

* 



Tarcyton 

king size, filter 

1.0 

1.0 

1.1 

1.1 

1.3 


■ Tareyton 

1(JQ ntu, filter 

1.0 

1.1 

1.2 

1*2 

1.3 

i 

Tempo 

king size, filter 

0.8 

0.6 

0.9 

0.9 

0.9 

. 

True 

king size, filter 

0.7 

0.7 

0.7 

0-7 

0.6 


True 

kinK size. filter, menthol 

! 0 . 6 ( 

0.7 

0.6 

0.7 

0.7 


•Tryon 

king sLze, filter 

* 

0.9 

★ 

K 

fr 

. 

Tryan 

king size, filter, menthol 

0.8 

0.7 

fr 

fr 

fr 


Vantage 

King «lzc, filler 

fr 

fr 

* 

fr 

0,6 


Viceroy 

king also, filtcT 

1.5 

! 1.3 

1,2 

1,2 

U 2 


Viceroy 

Virginia SLiss 

100 cm, filter 

100 ran, filter 

1,6 

1.3 

1.5 

1,2 

1*4 

1,2 

1*4 

U2 

1-2 

U1 

J 


100 u*n, filter, menthol 

1,3 

1,2 

1*2 



Vogue (black) 

king size, filter, (hard pack) 

0.6 

0.7 

0.7 





kins >Uc, flUcr, (harii pock) 

0.4 

0.5 

0.5 

O.b 

0 . 1 


Winston 

Winston 

king size, filter, (hard pack) 
king size, filter 

1.3 

1.4 

1*4 

1.4 

1.3 

1.3 

1,3 



100 rw>, filter 

1.5 

1.5 

1.4 

1.4 

1.3 


Winston 

100 mm. filter, menthol 

1.5 

l.S 

l.S 

l.S 

US > 

Yukon 

king size, filter, menthol 

0.6 

0.9 

w 



■ 

* Denotes varieties not 

available during market sampling 





r 

* , 


PM3001059237 


Source: https://www.industrydocuments.ucsf.edu/docs/ymkk0001 



